Despite the apparent loss of response in the tran-
sistor transformer-coupled amplifier as compared
with other forms of coupling and the use of electron
tubes, relatively good response is obtained by using
more stages and low- and high-frequency peaking
circuits where necessary.  A maximum efficiency of
about 50% is obtained as compared with 25 to 30% for
resistance-coupled stages.
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